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CIA Witenes 
16 September 1963 


MiMORANJGUM FOR: Chief, Building Security Branch 


SUBJECT : Reporting of Incidents 


1, I understand that Colonel Grogan has been ill and 
STATINTL will probably retire. [[] is acting and should be 
informed of incidents, etc., normally referred to Grogan, 


2. i*lease put this into effect at once. 


Deputy Director of security (¢F 3) 


ce: Chief, “hysv 
Chief, 2B 
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